Assistance - Public

FUNCTIONAL CATEGORIES

PENN-SUSOUEHANNA URBAN RENEWAL PROJECT,
HARRISBURG. PENNSYLVANIA, HUD PROJECT NO. R-
634C...6.0026

XENJA REBUILDS ...12.0006

Fire Suppression

PROFILING THE FOREST INCENDIARIST - AN ANALYSIS
OF DOCUMENTED CASE HISTORIES ...5.0001

PRESCRIBED FIRE TECHNOLOGY FOR THE SOUTHWEST
...5.0002

PHYSICAL CHARACTERISTICS OF CHAMISE AS A WIL-
DLAND FUEL - CALIFORNIA ...5.0003

FIRE WEATHER AND FIRE BEHAVIOR AT THE 1968
CANYON FIRE - CALIFORNIA ...5.0004

GUIDES FOR FUEL-BREAKS IN THE SIERRA NEVADA
MIXED-CONIFER TYPE ...5.0005

FOREST FIRE BEHAVIOR - CALIFORNIA ...5.0006
FIRE MANAGEMENT SYSTEMS ...5.0007
CONTRACT FOR PARTIAL SUPPORT OF THE COMMIT-
TEE ON FIRE RESEARCH ...5.0008

EMPLOYMENT OF AIR OPERATIONS IN THE FIRE SER-
VICES - PROCEEDINGS OF A SYMPOSIUM, HELD AT
ARGONNE NATIONAL LABORATORY (ABBREV)
...5.0009

DEVELOPMENT OF NEW AND IMPROVED FIRE CON-
TROL METHODS FOR SOUTHERN FORESTS ...5.0011

THE GREAT OAKLAND, LOS ANGELES, AND SAN
DIEGO FIRES, SEPTEMBER 22 TO 29, 1970 ...S.0012

FIRE CONTROL PLANNING AND FIRE PREVENTION IN
THE NORTHEASTERN UNITED STATES ...5.0014

FOREST FIRES IN MISSOURI ...5.001S

FIRE WEATHER & BEHAVIOR OF THE LITTLE SIOUX
FIRE - MINNESOTA ...5.0016

RESEARCH AND DEVELOPMENT OF FIRE PREVENTION
TECHNOLOGY (FIRE PREVENTION) ,,.5.0017

PHYSICAL, CHEMICAL, AND PHYSIOLOGICAL PROPER-
TIES OF FUELS RELATED TO FIRE PHENOMENA
...5.0018

METHODS FOR THE PREVENTION AND CONTROL OF
LIGHTNING FIRES ...5.0019

CONTROL AND USE OF FIRE PARTICULARLY IN WIL-
DERNESS, PARK, AND OTHER RECREATIONAL AREAS
...5.0020

A MODEL OF THE FORESTS OF GLACIER NATIONAL

PARK, MONTANA ...5.0021
EFFECT OF PRESCRIBED BURNING ON WATER YIELD

AND   QUALITY   FROM   BRUSH   INFESTED   LANDS   -

TEXAS ...5.0022

i    FIRE    SUPPRESSION

reas

IS ON THE CHES-

VOLCANIC HAZARDS ON THE ISLANDS OF HAWAII
,.-14.0001

Transportation

DESIGN AND IMPLEMENT A TRANSIT SYSTEM FOL-
LOWING A NATURAL DISASTER ...16.0034

Utilities

RESPONSE OF POWER SYSTEMS TO THE SAN FERNAN-
DO VALLEY EARTHQUAKE OF 9 FEBRUARY 1971
,.,3.0023

IMPROVISING ELECTRIC POWER FROM INDUCTION
GENERATORS DURING PROLONGED POWER OU-
TAGES ...16.0027

Coastal Zone Management

See Hazard Reduction
Vulnerability Analysis

Communications

See Assistance - Public
Restoration & Repair

Construction Practices

See Hazard Reduction

Crisis Counseling

See Assistance - Individual

Crop Insurance

See Assistance - Individual

Damage Assessment & Analysis

See Assistance - Public
Economic Recovery

Debris Removal

See Assistance - Public
Restoration & Repair

MODEL STUDIES
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Disaster Insurance

See Hazard Reduction
Vulnerability Analysis

3-4...16.0031
